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"ess. Wm. Sellers & Co,, Incorper: ted, 
16th & Hamilton StSe, 

Philadslphia, 
Gentlemen: 

We are in receint of a comunica tion from the 
Hon, Daniel i, Fox, Sunerintendent of tho United States Nint, 
enclosing a report to hin fror Mr. Samel James the Machinist 
of the Mint, a Gopy of whi Qi we sand to you, 

Tf you will refer to the contract for the work, you will 
find that the details of the portion of the work eomplained of ’ 
were left entirely to the contractor E@rocting the plant. Fron 
tha Paport of Mr; Jar OS_ ++ does not seem to be at oll satisfaa~ 
tory, You will ‘therefore at your eerliest convenience, tako such 
steps as may be nocess: ry to ra@iedy the defects, and to put the 


work in satisfactory running order, 


Very respec teully 
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Hon. Daniel M. Fox, 
Supt., U. S. Mint, 
Philadelphia, 
Dear Sir: 

We are in receipt of yours dated April the 17th, 
enclosing copy of a report to you from Mr. Samuel James, Machin- 
ist, relative to the shafting driving the draw benches in the 
rolling room, We also enclose a manifold copy ofr letter sent 
this day to Mess, William Sellers &@ Co., Incorporated, the Con- 
tractor for the work, 


Very respectfully, 
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[Letter One:] 


Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

April 19, 1888 


Mess. Wm. Sellers & Co., Incorporated, 
16th & Hamilton Sts., 
Philadelphia. 


Gentlemen: 


We are in receipt of a communication from the Hon. Daniel M. Fox, Superintendent of 
the United States Mint, enclosing a report to him from Mr. Samuel James the Machinist of the 
Mint, a copy of which we send to you. 


If you will refer to the contract for the work, you will find that the details of the portion 
of the work complained of, were left entirely to the contractor erecting the plant. From the report 
of Mr. James, it does not seem to be at all satisfactory. You will therefore at your earliest 
convenience, take such steps as may be necessary to remedy the defects, and to put the work in 
satisfactory running order. 


Very respectfully, 
Wilson Brothers 


(Copy) 
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[Letter Two:] 
[Abstract:] Ack’g receipt of letter April 17th enclosing copy of report relative to... 


Wilson Brothers & Co. 

Civil Engineers and Architects, 
Philadelphia, Pa. 

April 19, 1888 


Hon. Daniel M. Fox, 
Supt., U.S. Mint, 
Philadelphia. 


Dear Sir: 


We are in receipt of yours dated April the 17th, enclosing copy of a report to you from 
Mr. Samuel James, Machinist, relative to the shafting driving the draw benches in the rolling 
room. We also enclose a manifold copy of letter sent this day to Mess. William Sellers & Co., 
Incorporated, the Contractor for the work. 


Very respectfully, 
Wilson Brothers & Co. 


